DEVASTATION OF THE GREAT ALASKAN P59751 coctragminsceces| 
EARTHQUAKE OF GOOD FRIDAY 1964 


The remains of the 6 story Anchorage International 
Airport Control Tower. Controller on duty was 
killed. 


mums) 
~ 
= 


POST CARD 


pyspjy ‘aBnioysuy “oD sajog H Ff 


"YS “SSOW ‘OE UOISCG “INI ‘SY3HSIIENAd 3¥NLDIdANOIOD 49 


e 


ALASKA JOE original 


